2002: The Year in Review 


Certificate of Need Activites of the Missouri Health Facilities Review Committee 


Number of 
Applications 


Type of 
Project 


Proposed 
Capital Costs 


Withdrawn 
Denied 


Capital 
Cost Savings 


Approved 
As Is_ Less 


Projects 
Hospitals 
Nursing Homes 
Freestanding 
Residential Care 
Cost Overruns 


$158,152,450 
23,078,962 
8,236,000 
7,253,354 
384,238 


$90,372,314 
676,000 
5,321,000 

O 

O 


SUB-TOTAL 


Non-Appl. Apps. 


$197,195,004 


61,123,975 


$96,369,314 


n/a 


GRAND TOTAL 


$258,318,979 


$96,369,314 


Ceriiticarte of Neescl 


Effective « Efficient * Accountable 


htpp://www.dhss.state.mo.us/con 


